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MEMORANDUM FOR: Project Director 


ATTENTION 25X11 


ct 


SUBJECT : Summary of Design Specifications for System Four 
(Surveillance ) 


w 1. Attached hereto are Summary Design Specifications for 
System Four as revised at the meeting at Remo-Wooldridge on 28 June. 


2. The original and three coples are attached hereto for 

forwarding to Ramo-Wooldridge and to complete your files. A copy 

20X1 is being sent to may contend that the 
reinstitaution of the requirement for lock-on is a revision of prior 
specifications. However, in fact previous proposals have involved 
this provision, but at the meeting the latter part of May, 
wanted to investigate the possibility of developing a system with- 
out lock-on. This has not proven to be feasible. 


3. On the other hand, we velieve a much simpler system of 
lock-on can be used than that which seems to be wedded to 
at present and have suggested that they investigate it. 
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